Emergency Building Mitigation Services We 
Provide: 


GC Northwest Restoration is backed with experienced technicians that 
will provide a service when you’re in a pinch. GC Northwest 

provides emergency building mitigation service throughout the 
Vancouver and Portland area. We are available 24/7 to help you 
restore your residential or commercial building back to business. GC 
Northwest will completely handle and manage your project making the 
recovery process easier and more efficient with minimize downtime. 
With services available 24/7 you can count on us to board up areas, 
make it safe, put-up temporary barriers, temporary fencing, temporary 
roof work, and even building security. Our emergency building 
mitigation services will get you back to normal in the shortest amount 
of time. Our ability to respond to any disaster immediately, at all hours 
minimized recovery time. 


Board-up 

Make Safe-Roofing 
Temporary fencing 

Building security information 


Specialty Restoration of Vancouver and Portland will completely 
manage your project making your recovery easier and more efficient. 
We provide emergency commercial building mitigation services, and 
we are available 24/7 to restore your commercial building so you can 
be back in business. 


Our availability to respond to any disaster immediately and begin 
implementation of recovery measures minimizes downtime to your 
business operations. We provide emergency building mitigation 
services in Vancouver and Portland. 


